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LIMITED OFFICIAL USE BANGKOK 0515 

HONG KONG FOR RSS 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: BURGLAR ALARM SYSTEMS FOR STAFF RESIDENCES 
REE: 75 BANGKOK 25828 

1 . POST IS AWAITING A REPLY CONCERNING OUR REQUEST FOR 50 
UNITS OF THE EICO ALARM SYSTEM OR NOTIFICATION AS TO WHAT 
OTHER STEPS MAY BE TAKEN TO INSURE THAT AN ADEQUATE ALARM 
SYSTEM IS MADE AVAILABLE TO PERSONNEL AT THIS POST. WE HAVE 
RECEIVED INCREASING PRESSURE EROM OTHER ELEMENTS OF THE MISSION 
TO INITIATE THIS PROGRAM. 

2. PLEASE ADVISE US AS SOON AS POSSIBLE CONCERNING YOUR 
RESPONSE TO THIS REQUEST. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BANGK000515 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760008-0050 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 73/aaaacmve.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 76 BANGKOK 25828 
Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 MAY 2004 by buchant0>; APPROVED <27 MAY 2004 by morefirh> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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